"ST.  ANDREWS"-This  beautiful  church  of  the 
early  colonial  period  was  organized  in  the  hr^l 

building  completed  in  1  7  1 2.  and  enlarged  in  I  743  and 
1770  It  was  the  scene  of  two  battles  in  the  Kevolulion 
and  was  burned  twice,  in  1867  and  1872,  but  portions 
of  the  original  walls  remain. 
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